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E.O. 11652: GDS 

TAGS: CASC, ETRN, TH. RP 

SUBJECT: CIV AIR: STATUS OF C-47B AIRCRAFT 

REF: STATE 245951 

1. ACCORDING TO PHILIPPINE CAA RECORDS, C-47 

AIRCRAFT DE KRIBED REFTE (NAME US REGISTRATION AND SERIAL 
NUMBERS) WAS REGISTERED WITH PHILIPPINE CAA DECEMBER 1. 
1972 AND GIVEN NUMBER PI C-2122. LETTER IN CAA FILES FROM 
FAA DATED NOV 21,. 1972 STATES US REGISTRATION WAS 
CANCELLED ON NOV IT, 1972. 

2. CAA REGISTER INDICATES FIRST UNITED AIR HAS TWO 
DC-3 AIRCRAFT WHICH ARE USED IN DOMESTIC 
CHARTER SERVICE. NEW MAJORITY OWNERS OF FIRST 
LIMITED OFFICIAL USE 
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UNITED AIR ARE INTRASIM INVESTMENTS WHICH ALSO 
OWN BALESIN CORP. AND WHICH BOUGHT INTEREST 
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OF VICTORIAN G. PALPAL-LATOC. COMPANY 
OFFICIAL STATED TO EMBOFF THAT PLANE PI C-2122 IS NOW 
UNDERGOING TESTING AND CHECKING SINCE IT WAS 
ZUNUSED FOR NEARLY ONE YEAR AFTER ITS DELIVERY IN 
PHILIPPINES. OFFICIALS OF BOTH CAA AND FIRST UNITED 
AIR ASSERT PLANE IS NOW IN PHILIPPINES AND ARE UNABLE 
ACCOUNT FOR APPEARANCE IN THAILAND OF PLANE 
BEAR OF FORMER US REGISTRATION NUMBER N- 15 896. 

SULLIVAN 
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